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Che Mint of the Mnited States at Ghiladelphia, 
Superinientent's Office, 


4th June, 1895. 


Hon. Herman Kretz, 
Superintendent of the Mint: 
Sir-- 

The undersigned beg to report that pursuant to in- 
structions from you the thirteen (13) half-dollar obverse working 
dies of the date of 1876, mentioned in the letter of W. E. Morgan, 
Coiner, bearing date of this day, were defaced and destroyed in 
our presence this day by being heated in a furnace and struck with 
heavy blows of a sledge-hammer. Regulations United States Mint, 
Art. 16, sec. 2. 


Very respectfully, 
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The Mint of the United States at Philadelphia, 
Superintendent’s Office, 
June 4, 1895 


Hon. Herman Kretz, 
Superintendent of the Mint: 


Sir— 


The undersigned beg to report that pursuant to instructions from you the thirteen (13) 
half-dollar obverse working dies of the date of 1876, mentioned in the letter of W.E. Morgan, 
Coiner, bearing date of this day, were defaced and destroyed in our presence this day by being 
heated in a furnace and struck with heavy blows of a sledge-hammer. Regulations United States 
Mint, Art. 16, sec. 2. 


Very respectfully, 
Jacob B. Eckfeldt 
Assayer 


W.E. Morgan 
Coiner 


George R. Snowden 
Chief Clerk, for Supt. 


